Message 


From: 


Sent: 

To: 


CC: 


Subject: 


Nassit Julianne (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 
01/CN=REC1PIENTS/CN=JULIANNE.NASS1F] 

6/29/2012 6:35:30 PM 

Henry, Christopher (SUF) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=Chrlstopher.Henry] 

O'Brien, Elisabeth (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMaii- 

01/cn=Recipients/cn=Elisabeth.O'Brien]; EConiey@chelseama.gov; Corbett, Kate (DPH) [/0=C0MM0NWEALTH OF 
MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Kate.Corbett] 

RETEST - CW V. 


OK to resubmit 


From: Henry, Christopher (SUF) 

Sent: Thursday, June 28, 2012 5:56 PM 
To: Nassif, Julianne (DPH) 

Cc: O’Brien, Elisabeth (DPH); EConley(g)chelseama.gov; Corbett, Kate (DPH) 

Subject: RETEST - CW v. 

Hi Julianne, 

This case is on for trial and Annie Dookhan was one of the chemists. Can these drugs please be retested? 



I believe all of the parties involved are copied on this email, but please let me know if you need additional information or 
need me to do something additional. 

Also, when the testing is complete, could the lab notes be sent to me as well? 

Thank you, 

Chris 

Christopher N. Hen.r\^ 

Assistant District Attorney 

Suffolk County District Attorney's Office 

120 Broadway 

Chelsea, MA 02150 

p-(617) 884-2200 

f™ (617) 884-6021 


Folk OIG PRR 072973 








